ST.  PETER'S  CHURCH,  ALBANY,  N.Y. 
HISTORICAL  FACTS 
1 678    First  service  held  in  Garrison  Chapel. 
1712    Communion  Service  presented  by  Queen 
Anne. 

(Still  used  at  certain  special  services.) 

1714  Established  under  Land  Grant  and  License. 

1715  First  edifice  erected. 

1751  "Queen  Anne  Bell"  installed  in  the  steeple. 
1 758  Remains  of  Lord  Howe  buried  in  St.  Peter's. 
1 769  Chartered  by  King  George  III. 
1803  Second  edifice  erected  on  present  site. 
1 859  Present  edifice  erected. 
1980  National  Historic  Landmark  by  Act  of 
Congress. 


Pub  by  Glen  S.  Cook  &  Son.  Commercial  Photographers.  Albany,  NY  12201 
SI 60?  0     Phom  bv  Glen  P  Cook 


post  card 


